


JPRS 76348 
3 September 1980 





Worldwide Report 


TELECOMMUNICATIONS POLICY, 
RESEARCH AND DEVELOPMENT 


No. 130 





[FBIS] FOREIGN BROADCAST INFORMATION SERVICE 








NOTE 


JPRS publications contain information primarily from foreign 
newspapers, periodicals and books, but also from news agency 
transmissions and broadcasts. Materials from foreign-language 
sources are translated; those from English-language sources 
are transcribed or reprinted, with the original phrasing and 
other characteristics retained. 


Headlines, editorial reports, and material enclosed in brackets 
{) are supplied by JPRS. Processing indicators such as [Text] 
or [Excerpt] in the first line of each item, or following the 
last line of a brief, indicate how the original information was 
processed. Where no processing indicator is given, the infor- 
mation was summarized or extracted. 


Unfamiliar names rendered phonetically or transliterated are 
enclosed in parentheses. Words or names preceded by a ques- 
tion mark and enclosed in parentheses were not clear in the 
original but have been supplied as appropriate in context. 
Other unattributed parenthetical notes within the body of an 
item originate with the source. Times within items are as 
given by source. 


The contents of this publication in no way represent the poli- 
cies, views or attitudes of the U.S. Government. 


OF PUBLICATIONS 


JPRS publications aay be ordered from the National Technical 
Information Service, Springfield, Virginia 22161. In order- 
ing, it is recommended that the JPRS number, title, date and 
author, if applicable, of publication be cited. 


—A pa mo a 
Tnformation Service, and are listed in the jf 
ice, and are listed in the 


iseved by the 
inting Office, Washington, D.C. 
















Indexes to this report (by keyword, euthor, personal names, 
title and series) are available from Bell & Howell, Old 


Mansfield Road, Wooster, Ghio 44691. 


Correspondence pertaining to matters other than procurement 
may be addressed to Joint Publications Research Service, 


1000 North Glebe Road, Arlington, Virginia 22201. 

















JPRS 76348 


3 September 1980 


WORLDWIDE REPORT 
TELECOMMUNICATIONS PoLICcy, RESEARCH AND DEVELOPMENT 


No. 130 


CONTENTS 
WORLDWIDE AFFALRS 


Briefs 
CPR Telecommunicationes Project Finished 
PRC-FRG Weather Telecommnications 
Poland-Switgeriland Me'ia Cooperation 
Communication Link Tests 
‘INA’ Office in Berlin 
'UNA'='TASS' Ties Continue 
Commonwealth Undersea Cable 
French Aid to Kenya 
PRC-Switzerland Radio-TV Cooperation 
Romanian-Sri Lanka Media Agreement 
Hungarian Aid to Peru 
Pakistan Inaugurates International Exchange 





we Ww A 


aw SP Ve tO PO 


ASIA 
INTER-ASIAN AFFAIRS 


Singapore Plans To Use indonesian Satellite Circuits 
(Alice Wong; STRAITS TIMES, 22 Jul 80) ....... 56605. 4 


Briefs 
Indonesia-Japan Satellite 
India-Nepal Telecommnication Link 
Indian-Malaysian Cable Link 
Nepal-India Microwave Link 
Japan-Pakietan Telephone Aid 
Indian Ocean Cable 


5 
5 
5 
6 
6 
6 


-a- {[TIl - Ww = 140) 











AUSTRALIA 


Government Gives GowAhead for Cable Television 
(Various sources, 10, 11 Jul 80) ...ccccccccevvvnes ; ? 


Communications Minister's Announcement 
Communications Revolution Begine, Editorial 


Presse Reports Domestic Satellite Ieeues, Plane 
(Various sources, 10, 11, 14 Jul BO) cc... ccccccunes 4 


Finance Minister's Remarks 
Satellite Committee Eetablished 
Costs Reported Rising 


New Earth Station Paves Way for Commnications Boom 








(THE AUSTRALIAN, 286 Jul 80) oo. cc ccc ccnnnuuueuuees ll 
Companies Arrange for Prestel Services 
(Peter Terry; THE AUSTRALIAN, 23 Jul 80) .......55. 12 
BANGLADESH 
Briefs 
Earth Satellite Station 15 
INDIA 
Exclusive Mediumwave Channel Planned for Air 
(THE HINDU, 23 Jul BO) occ cc cc ccccccuenuwwneuneues 16 
Ministry Proposes Electronic Phone Factories 
(THE HINDU, 23 Jum BO) 2... ccc cccccccnccewunceeeees 1? 
Briefs 
Satellite Communication Links 19 
New Communications Satellite 19 
Plans for Larger Satellites 19 
Earth Satellite Station 20 
Northeastern Radio Links 20 
INDONESIA 
Briefs 
Television Relay Expansion 21 
MONGOLIA 
Briefs 
TV Relay Stations 22 








PAKLSTAN 


Briefe 
Communication Link Teete 


PEOPLE'S REPUBLIC OF CHINA 


Li Desheng Attends Microwave Line Ceremony 
(Liaoning Provincial Service, 22 Aug 80) .....cce, 


Briefe 
Ganeu Tibetan Language Broadcast 
Shanehai Navigation Commnications Network 


SRI LANKA 


Briets 
‘DEUTSCHE WELLE’ Relay Station 


THA LLAND 


Briefe 
Southern Separatist Radio Stations 


VIETNAM 


Briefs 
Communications Network Renovation 


EAST EUROPE 
BULGARIA 


Progress in Optical Information Transmission Reported 
Sn BD GON GRP cccccccccccccccccccecccceccccccces 


POLAND 


Briefs 
Experiment in Teledetection 


YUGOSLAVIA 


Briefs 
International Information Cooperation 


— ¢€¢e- 


26 


27 


28 


29 


30 


31 











ee 


LATIN AMERICA 
INTER“AMERICAN AFFAIRS 


Guyanan Government Breaks With Caribbean News Agency 


(ADVOCATE=NEWS, 9 Jul 80) ...... TEETTTTITITT TTT a8 32 
Comment on Cuban Coneulate Request for Radio Frequencies 
(LA NACTION, 6 Aug 80) oo .ccccceeeeues saeeneueuenceats 33 
Briefs 
News Agency in Managua 4 
ARGENTINA 
Briefs 
Planned Satellite Communications 35 
MEXICO 
Right to Information Soon To Be Regulated 





(Jose Carreno; EFE, 22 Jul 80) 2... ccccccccccnuuuwuues 36 
NEAR EAST AND NORTH AFRICA 


INTER-ARAB AFFAIRS 





Briefs 
Arab Satellite Tenders 38 
EGYPT 
NDP Political Bureau Discusses Codification of Press 
GU, FD FRR GRD cccccccccccccceccccccccceccecccccens 39 
MOROCCO 
New Franco-Moroccan Radio Station Planned 
(Roland Delcour; LE MONDE, 18 Jul 80) ......cccccuues 41 
QATAR 
Briefs 
Telecommunications Decree Issued 43 











SUB@SANMARAN APRICA 
INTER“AFRICAN AFFAIRS 


Support for African Remote Sensing Council ‘Important’ 
(DAILY NATION, 15 Aug BO) ...cccccccccccceuveveeeees 44 


URTNA Stress on Protessionalism Conveyed 
(WEST AFRICA, ll Aug 80) > ereeeeneeneeeeetee#te seepeeeeeereeteetetee 46 


Topics To Be Discussed at African Communications 
Conference Noted 








(Yaounde Domestic Service, 24 Jul BO) ...ccccccccues 48 
Conference on African Communications Ends in Yaounde 
(Yaounde Domestic Service, 31 Jul B80) .....cccceuues 49 
Liberia To Host African Telecommunications Conference 
in December 
(Monrovie Domestic Service, 11 Aug 80) ........0005. 51 
Zimbabwean Official on ‘Decolonization’ of Media 
(THE HERALD, 16 Aug 80) 2 iii ccc cece cece eeeeeuuuues 52 
NIGERIA 
Second Satellite Telecommunications Station Negotiated 
(Lagos International Service, 1 Aug 80) ............ 53 
Briefs 
Satellite Station in Kaduna 54 
Broadcasts From Abuja 54 
New Radio Transmitter 55 
SOUTH AFRICA 
Briefs 
Tour of European Telecommunications 56 


ZAMBIA 


French Loan To Pay for R & D, Communications Equipment 
(ZAMBIA DAILY MAIL, 12 Aug 80) .... . . . . 57 


Minister Banda on Radio Decentralization P’ ans 
(Lusaka Domestic Service, 19 Aug 80) ..........0055. 58 


— @€ = 











Z LIMBABWE 
Introduction of Color TV Not Planned in Near Future 
(THE HERALD-BUSINESS HERALD, 7 Aug 80) ......... neers 59 
WEST EUROPE 


INTERNATIONAL AFFAIRS 


Nordic Sarellite Station at Tanum To Get New Antennas 


(Knut Lovstuhagen; AFTENPOSTEN, 4 Aug 80) .......... 61 
Briefs 
Greek-Cypriot Telecommunications Link 63 
NORWAY 
Briefs 
Fiber Optic TV Cable 64 

















WORLDWIDE AFPAL® 


BRLEFS 


CPR TELECOMMUNICATLONS PROJECT FINISHED--Malabo, August 4 (XINHUA)--A China- 
aided telecommunication project was handed over to the Government of Equa- 
torial Guinea yesterday afternoon on the occasion of the first anniversary 
of the "August Third” movement. Teodoro Obiang Nguema Mbazogo, chairman 
of the Supreme Military Council of the Republic of Equatorial Guinea, cut 
the ribbon at the ceremony. Felix Mba Ondo Nchama, special representative 
of the Supreme Military Council, Lin Song, deputy leader of the Chinese 
Government friendship delegation and Chinese ambassador to Equatorial 
Guinea, signed the handing-over document on behalf of their respective 
governments. Leader of the Chinese delegation, Vice-Minister of the Post 
and Telecommunications Luo Shuzhen, and the special representative of the 
Supreme Military Council Nchama delivered speeches after the signing cere- 
mony praising the project as the result of Sino-Equatorial Guinean coopera- 
tion and friendship. Chairman Obiang spoke highly of the bilateral 
cooperation between the two countries and expressed satisfaction_with the 
project. He hoped that the cooperation will continue. /Text/ /0W41650 
Beijing XINHUA in English 1627 GMT 4 Aug 80 


PRC-FRG WEATHER TELECOMMUNICATIONS--Beijing, August 2 (XINHUA)--A telecommu- 
nication line linking China's Beijing and Offenbach of the Federal Republic 
of Germany for meteorological information purposes was in operation begin- 
ning 0800 (Beijing time) yesterday. The line was set up in accordance with 
an agreement signed by China's Central Meteorological Bureau and the FRG 
Meteorological Bureau, in Geneva on May 28 this year. By this line, the 
meteorological bureaus of the two countries exchange meteorological informa- 
tions obtained through telecommunication hubs in the Beijing and Offenbach 
areas and other areas. When necessary, meteorological information for 
aviation purposes from given areas will be transmitted via the line. The 
line operates as part of the global telecommunication system of the world 
weather watch of the world meteorological anization. [Text/ [0W021550 
Beijing XINHUA in English 1525 GMT 2 Aug 80 


POLAND-SWITZERLAND MEDIA COOPERATION--S. Mold, general director of Swiss 
radio and television has visited Poland at the invitation of the Radio and 
Television Committee. Following the talks with committee Chairman M. 
Szczepanski and other members of the committee, the sides agreed on_the 
further development of program cooperation and coproduction. /Text/ [Warsaw 
TRYBUNA LUDU in Polish 9 Jul 80 p 7 AU/ 

















COMMUNICATION LINK TESTS--The country's first semiautomatic international 
gateway exchange went into test operation 21 July connecting Saudi Arabia 
and UAE with Pakistan. It has been installed at a cost of about 75 million 
rupees. The director general of telephones told Radio Pakistan's Karachi 
representative that the exchange would link Pakistan to 16 countries 
directly and 74 others through these lo countries. Initially it will be 
able to handle 30Q international circuits which will eventually be expande 
to 900. /Text/ /Karachi Domestic Service in English 1700 GMT 22 Jul 80 BK 


"INA' OFFICE IN BERLIN--Berlin, 31 Jul (INA)=-A new INA office was 
opened in Berlin yesterday. The ceremony was attended by the chairman 
of the GDR-Arab Countries Friendship Society, the lraqi ambassador in 
Berlin and several representatives of foreign news agencies. [Text ] 
[JN311016 Baghdad INA in Arabic 1005 GMT 31 Jul 80) 


"UNA'-'TASS' TIES CONTINUE--The Uganda Government has decided to renew 
for another (?3) years the arrangements under which the UGANDA NEWS 
AGENCY, UNA, and the SOVIET NEWS AGENCY, TASS, exchange news. This was 
announced today when Dr Anyoti, the minister of information and broad- 
casting, received the Soviet charge d'affaires in Kampala, Mr Roman 
Lozhinkov, at his office in Nakasero. Dr Anyoti also hoped the Soviet 
Union will be able to organize some short courses for Ugandan pressmen,. 
[passage indistinct] The minister also appealed to the Soviet Union 

to help Uganda in the field of film prod: *tion. [passage indistinct] 
[Text] [LD062035 Kampala Domestic Service in English 1700 GMT 

6 Aug 80) 





COMMONWEALTH UNDERSEA CABLE--Kuala Lumpur, 6 Aug (AFP)--The first 
Commonwealth undersea cable in the Indian Ocean is expected to be 

ready by the end of this year. Final work on the 1,350-nautical-mile 
cable linking Penang to Madras has been completed, according to a state- 
ment from the telecommunications department here today. The 126-million 
(57 million U.S.)-dollar project was launched jointly by seven Common- 
wealth countries--Malaysia, India, Britain, Sri Lanka, Australia, 
Singapore and Canada. The landward end of the cable is at Kuala Muda, 
about 40 kilometres (25 miles) north of Butterworth, North Malaysia. 
[Text] [BKO061621 Hong Kong AFP in English 1056 GMT 6 Aug 80] 


FRENCH AID TO KENYA--Kenya will soon receive 1,000 tons of cereals from 
France to boost her food supplies. The French minister of state for 
foreign affairs, Mr Oliver Stirn, told newsmen in Nairobi at the end 

of a 4-day official visit to Kenya, that his country has also agreed 

to increase financial assistance to Kenya to accelerate her economic 
development. The minister said if requested, France will also offer 
Kenya military assistance to strengthen her military might. Mr Stirn said 
his talks with his excellency President Daniel Arap Moi and the minister 
for foreign affairs, Dr Robert Ouko, had been very successful. He said a 
protocol agreement to be signed soon between Kenya and France will include 
supplying the Voice of Kenya with transmission equipment to boost radio 
reception in the country. The minister said the two countries had agreed 
to increase technical, cultural and educational exchanges. [Text] 
{[LD121952 Nairobi Domestic Service in English 1800 GMT 12 Aug 80 EA) 








PRC-SWITZERLAND RADLO-TV COOPERATION--Geneva, August 6--A protocol on rac 
and television cooperation between China and Switzerland was signed Coday 
in Berne by Li Yunchuan, Chinese ambassador on behalf of the Chinese 
Central Administrative Bureau of Broadcasting and 5. Molo, director genera) 
of the Swiss Broadcasting Corporation. According to the protocol, the tw 
sides have agreed to promote the cooperation and exchange of radio-telev.: 
sion news and other programmes for development of understanding betweer 
peoples of the two countries. The two-year protocol stipulates that | ac! 
side will provide facilities for and give technological assistance to the 
other_side in producing radio and television programmes_in its own country 
/Text/ Beijing XINHUA in English 1510 GMT 6 Aug 80 GW/ 


ROMANIAN=-SRI LANKA MEDIA AGREEMENT--A cooperation convention was signed in 
Colombo between the Romanian Radio and Television Authority and Sri Lankan 
Radio Broadcasting. {Text} (Bucharest Domestic Service in Romanian 0400 

GMT 6 Jul 80 AU} 


HUNGARIAN AID TO PERU--The Transportation and Communications Ministry wil. 
use a $1.7 million line of credit granted by the Hungarian Government to 
implement the "first stage of the rural telecommunications plan.” The use 
of the aforementioned amount was authorized by an executive decree which 
refers to an earlier decree, No 024-,8-EF, which authorized the Transporta- 
tion and Communications Ministry to obtain a $4.25 million line of credit 
for the purchase of radio linkage equipment, measuring instruments and spat 
parts for implementing the aforementioned project. These decisions ar: 
based on the approval and expansion of a credit agreement signed with the 
Hungarian People's Republic under laws 19391 and 19628. [Text] [PA090300 
Lima EXPRESSO in Spanish 3 Jul 80 p 7} 


PAKISTAN INAUGURATES INTERNATIONAL EXCHANGE--Islamabad, July 28 (XINHUA)-- 
An international gateway telephone exchange formally went inte operation 
in Karachi today. Federal Communication Minister Mohvuddin Baluch 
inaugurated the automatic international dialing facilities when he talke: 
to his counterparts of both Bahrain and the United Arab Emirates through 
the newly-installed international gateway exchange. This exchange 
provides direcc dialing services between Pakistan and 22 other countries 
in the world, cutting down delays in overseas calls considerably. 

The project was completed at a cost of Rs75 million. Its installation 
work was started in June 1976. A successful trial operation of th« 
service was made by connecting Saudi Arabia a week ago. [Text] [0W251610 
Beijing XINHUA in English 1500 GMT 28 Jul 80} 


CSO: 5500 

















INTER=-ASIAN AFFAIRS 


SINGAPORE PLANS TO USE INDONESIAN SATELLITE CIRCUITS 
BK230852 Singapore STRAITS TIMES in English 22 Jul 80 p ! 


[Article by Alice Wong] 


[Text] You can tune in to the = * Broadcasting Corporation's third televisi 
enannel for non-ecommerciai pro: mes «9h an earth station which will receive trans- 
missions from indonesia's Pala atellite is completed in 1982. 


The channel, which will use cireuacs leased from the Palapa satellite, will also be 
used for the exchange of these programies, such as news items and cultural shows, between 
Singapore and other ASEAN countries. 


According to a telecoms spokesman, other leased circuits will be used for bordor communi- 
cation between Singapore and the outlying towns in Indonesia. At present, telecommunica- 





tion connections between Singapore and a few Indonesian towns are conducted via radio link:. 


The leased circuits from Palapa satellite, however, will greatly enhance the quality as 
well as the reliability of these telecommunication connections. 


It is understood that teecomp engineers are now working out the plans concerning the 

use of the circuits. The number of circuits to be leased is still mot known. Among the 
ASEAN countries, Malaysia and the Philippines have already begun operating to the Pala; 
satellite system. Thailand has aiso indicated its intention to use the system. 
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INTER@ASIAN AFFAIRS 


BRIEFS 


INDONESLA=JAPAN SATELLITE=-Tokyo, 7 July=-Japan Radio Co said Monday it has 
won a yen 2.2 billion order from the Indonesian Information Ministry to con- 
struct 20 emall earth stations for domestic satellite telecommunications. 
The stations, to be installed by the end of 1981, will each have five tele- 
phone circuits or one television circuit. Indonesia has too many islands to 
complete a national wire cor unication system. It launched a satellite for 
domesciic telecommunications in 1976 and is scheduled to orbit another with 
larger capacity in 1982 to meet increasing demand. [Text] [Tokyo KYODO in 
English 0242 GMT 7 Jul 80 OW) 


INDLA-NEPAL TELECOMMUNICATION LINK--indaa and Nepal have signed a 

1.3 million rupee agreemerct for setting up a telecommunication link 
between the two countries A 4.5<km coaxial cable along with a national 
microwave system will link Birgan| in Nepal with Rekzaul in Bihar. 
[Text] [BK230245 Delhi Domestic Service in English 0830 GMT 2] Jul 80] 


INDLAN-MALAYSIAN CABLE LINK--Work on the 2,200-km-long-distance submarine 
cable link between India and Malaysia began on 20 July in Madras. As a 
beginning the shore end cable was connected to a terminal complex on the 
marina beach, The ship carrying the cable will move slowly uncoiling 
the cable into the sea. The vessel is expected to reach Penang in 
Malaysia in 18 days where the other end of the cable will be connected 

to the terminal building putting through the telecommunication link 
between the two countries. With this link, India need not depend solely 
on the existing western route via Europe for transit to the United States. 
This 25-million-pound sterling project will become operational in 
November. [BK230245 Delhi Domestic Service in English 0830 GMT 

20 Jul 80) 














NMPAL@- INDIA MICROWAVE LiNKe=tlis Maiesty's Government [HMG!) and the 
Lovernment of india on 21 July signed an agreement for the construction 
of a coaxial microwave link between Birganj and Raxaul, according to 

4 presse release issued by the Ministry of Finance, Letters to this 
effect were signed by Finance Secretary Gorakeha bahadur Nhuchhe Pradhan 
on behalf of Hie Majesty's Government and the director of the Indian 
Cooperation Mission, Virendra Prakash, on behalf of the Covernment of 
india, Under the agreement, the Government of India wil! provide 
technical and material assistance amounting to about |,.2 million rupees 
HMC will bear the cost of local labour and materials. Commissioning 
of the link will make 36 channels available for communication between 
Nepal and India. There are at present 16 channels of communication 
between the two countries. [Excerpt] [Katmandu THE RISING NEPAL 

in English 22 Jul 80 pp 1, 4 BK) 


JAPAN=PAKISTAN TELEPHONE AlD--The first semiautomatic and fully computerized 
international gateway telephone exchange in Karachi was formally tnaugurated 
on 28 July by the communications minister. The exchange ie being installed 
at a total cost of 83,2 million rupees which includes 54.54 million rupees 
of foreign exchange provided by Japan under the economic assistance program. 
[Karachi Domestic Service in English 1700 G¥T 29 Jul 80 BK) 


INDIAN OCEAN CABLE--Kuala Lumpur, 6 Aus--The first Commonwealth undersea 
cable in the Indian Ocean is expected to be ready by the end of this year, 
Final work on the 1,350-nautical-mile cable linking Penang to Madras has been 
completed, according to a statement from the Telecoms Department here today. 
The 126-million (57-million-US)-dollar project was launched jointly by seven 
Commonwealth countries--Malaysia, India, Britain, Sri Lanka, Australia, 
Singapore and Canada. The landward end of the cable is at Kuala Mude, about 
40 kilometres (25 miles) north of Butterworth, North Malaysia. --NAS/AFP 
[Text] [Rangoon THE WORKING PEOPLE'S DAILY in English ® Aug 80 p 7! 
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GOVERNMENT GIVES GO=-AHEAD FOR CABLE TELEVISION 


Communications Minister's Announcement 


p 3 


Sydney THE SYDNEY MORNING HERALD in English 10 Jul $0 
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Perth THE WEST AUSTRALIAN in English i1 Jul 80 p 6 
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AUSTRAL LA 


PRESS REPORTS DOMESTIC SATELLITE ISSUES, PLANS 
Finance Minister's Remarks 
Melbourne THE AGE in English 10 Jul 80 p 3 


[Excerpt] Canberra.--Private companies must share in the ownership of 
Australia's domestic communications satellite, the Finance Minister, 
Mr Robinson, said yesterday. 


He strongly supported private involvoment in the satellite, despite the 
fact that Cabinet has not yet agreed to allow companies a share of the 
$120 million-plus satellite. 


Private involvement in ownership, control, and administration of the 
satellite would be necessary “in the interests of overall efficiency and 
management," Mr Robinson told a meeting in Perth yester ‘ay. 


The Post and Teiecommunications Minister, Mr Staley, later said Mr Robin- 
son's views were personal. 


So far, private involvement has been limited to expectations that users 
of the satellite, including private companies, would own the receiving 
stations on Earth. 
Australia is expected to launch a communications satellite in 1984. 
Mr Staley said vesterday that Cabinet would discuss calling tenders for 
the profect within the next few weeks. He also announced that cable 
television would gc ahead in Australia. 

Satellite Committee Established 


Melbourne THE AGE in English 11 Jul 80 p 3 
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Brisbane THE COURIER-MAIL in English i« Jul 80 » 7 


(Text) Canberra.--The project cost for Australia's 
domestic satellite had blown out by as much 4s 
$80 million, the Opposition's post and telecommuni- 
cations spokesman ‘'r Ted Innes said vesterday. 
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NEW EARTH STATION PAVES WAY FOR COMMUNICATIONS BOOM 





Canberra THE AUSTRALIAN in English 28 Jul 80 Supp., p 5 





(From THE FINANCLAL AUSTRALIAN supplement) 


[Text } 





THE recent operung of (he new 
satellite earth station, Ceduna 2. in 
South Austraia has paved (he way 
for the forecast telecommunica- 
tions boom of the A0s 


Ceduna 2 parailel to the Ceduna | 
earth station =— which has been in 
operation since December 1969 - was 
built to cope With the rapid growth in 
international communications with 
Austrailia 

With paraile| earth stations. amos 
haif of Austraiia s international com- 
munications traffic can be routed 
through Ceduna 

The nes station «il! provide the ad- 
ditional capacity needed to cope with 


\© the security of the system 
shaped antenna than Ceduna | 32m v 


‘quipment 
Also a vertical tube into the building 





from the rear of ‘he parabolic dish 
contains one of the major new Lechni- 
cai features of Ceduna 2 - the beam 
wave guide 

This instrument enables ihe signal 
to be reflected by a system of murrors 
into the equipment room beiow ihe 
antenna where it is ampiilied millions 
of times to compensate for joss of sig- 
nai strength during is journey 
through space 


Improved technology has also eii- 
minated the need for the retrigera- 
tion system formerly used in ‘he re- 
ceiving amplifier unit of Ceduna: 
These innovations reduce the cost of 
the antenna system while stu! assur- 
ing high efficiency and low-noise per- 
formance 

The choice of Ceduna as the loca- 
tion was cGetermined by the limits of 
the coverage cone of the indian 
Ocean satellite and ‘he need 4o posi- 
tion the stations close to Austraias 
highly populated south-east region 
where most telecommunuications tral- 
fe ws generated 

Another factor was ihe need for an 
area (ree from man-made electrical 
noe and from interference by terres- 
trial telecommunications systems 

Apart from :he Ceduna stations the 
Overseas Teliecommunications Com- 
mussion ha. two stations at Carnar- 
von. Western Australia. and Moree in 
NSW 


Now where are more ihan 220 earth 
stations in i120 countnes 

This combined system of sateilite 
and earth stations provides more 
than 760 stat.on-to-station communi- 
cation pathways 
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FOR PRESTEI 
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At the press of 


SERVICES 
English 23 Jul 80 
"Sky Is Not the 


a bucton 


Limit in 


AUSTRALIA 


Media of Future” ] 


vou could soon be 


doing vour shopping without even moving from home. 


It is all part of a new, 
“informatics, 
allow you to " 
Peter Terry. 


called 


HIRTY-SIX 
‘housand km 


T 


> 


above the Indian Ocean,’ 


the communications 
satellite, Intelsat IV A, 
is about to change the 
way you spend money. 


It will alter the way you 
shop, educate your children. 
organise leisure. and read 
Th will even affect gambuin 

t will even affect x 
habits, credit spending. and 
the way the unemployed 
search for jobs. 

Of course, the full impact 
on Australian social habits 
may take years to emerge. 
but the first Low are 


Happening no 
Intelsat IV A is the link 


a eo into 
a color television 

At ieast 21 enter Aus- 
tralian companies and the 
Federal Government bave 


which for 


arranged to be lin’ 4 into 
Prestel and will soon be 

g@ $1 4 minute to have 
information beamed 
through space from the 
Prestel computer in London. 


No-one is suggesting = 
average Australians 

about to spend that moth 
money to buy the informa- 
tiog that change their 
lifestyles. 


But the satellite hook-up is 
the genesis. What comes 
after is the real revolution 
and Prestel is oniy part of 
that change and part of a 
massive new industry. 

Sociologists have even 
concocted a phrase for it = 
the coming “in formation 
society 

Scientists have another 
word; “informatics” — infor- 
mation technology or “IT” in 
the latest jargon. 

Around the world, thou- 
sands of millions of dollars 
are being invested in the 


new technology. 
France is developing 
TeieteL — an electronic 
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fast-growing technology 
the first time will 
talk" to your television sec, 


writes 


telephone directory that 
never goes out of date. 
Canada has Telidon, a 
similar system to Prestel. 
The Japanese have Captain. 
yet another system of 
“viewdata” which is the 
generic term for Prestel. 
In fact. informatics is even 
anew language. 
Prestel for . has 
its IPs, Gis, Ss, and 
SCUGs. And one day those 
abbreviations may be as 


ow recogmusable 45 


And it, or IT, is not only 
going to cause a consumer 
revoiution. It may even 
change your entire working 
environment. 


IMPACT 


Aiready informatics is 


Prestel is at forefront 
oi, informatics, and 

















* 


djstem it is 
already having a profound 
impact in Europe and North 


America. 

What Preste! does is turn 
your television set from a 
passive box of pretty colored 

into a two-way 
answering machine, 

In Britain, that two-way 
service will let you go 
shoppin without even 
moving from your armchair. 

If you want to buy a 
washing machine and need 
to Know not only the latest 
consumer reports but also 
what stores are offerin 
discounts, then Preste! wil 
tell you. 

Preste! will also organise 
the purchase and delivery. It 
will even arrange the pur- 
chase on credit — all you 
have to do is tell your 


television set and through it, 
Prestel, ur credit card 
number. the button, 
and its all "¥ 

You never walk out of 
the house. 

Horri Terrified? 


Consumerism 
Weil, that’s not half of it. 
Prestel's potential is 
virtually unlimited. The only 
limit is what the entrepre- 
neur can think tp next. 
Preste! will even help with 
the children's yy te 
your young son or daughter 
wants to know about George 
TIT, Cook or any of a 


dia. If the youngster would 
prefer the information in 
written form, then press 
another button and out it 
comes printed on paper. 

If you are betting on a 
horse and want to know the 
race result, Preste) will have 


the placings almost as they 


= @= for gold 
prices, exchange 
information, shipping move- 
ments, airline timetables, 


job vacancies, weather, 


news. . . itis all there at the 
press of a button. 

Since Britain's domestic 
service was iaunched last 
September, more than 4000 
househoids have switched 
into the system. 

It costs about $4009 to 
convert a normal color 
television set to take the 
service, but prices are 
fall as the 


Once you have paid for the 
converter, you then pay for 
the information as you use 
it. 

That means ihe price of a 
local telephone call to 
“access” Prestel, plus the 
charge made for the specific 
piece of information. 

That could range from 
nothing to about $2. The real 
measure is what the 
information is worth. A hot 
tip on 5 °ck market invest- 
ment would cost more than 


Prestel is 
strictly Limited form, created 

y for the interna- 
t business community. 
So far. the business service 
Re being operated on 


It is clear from the direct 
interest being shown by the 
Federal Government and 


ge p—3- 4 with a conver- 
ter. 

visual display units a 
keyboard similar to a type- 
writer. 

Prestel's owners, the 
British Post Office, has 
launched the trial with the 
help of Telecom and com- 
puter consultants, Logica 
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airline schedules, shipping 


service information, com- 
modity prices, economic 
analyses and compan) 


= 

ut Prestel is only the 
disseminator of the infcrma- 
tion. The information |tsel! 
comes from the “informa- 
tion providers” or IPs in the 
latest informatic jargon 

The first two Australian 
IPs are the Federa! Govern 
ment, operating through ihe 
Department of Productiviry, 
and News Limited — pubiish- 
ers of The Austraiian 

The Federal Government 
is providing policy briefs, 
press releases, economic 
data, details on immigration, 
and lists of Auvstralia’s 
overseas diplomats. and 
foreign diplomats based in 
Austraiia. 

News Limited is sti!! draw- 
ing up its test LP program. 
but it is likely to include 
company profiles, and an 
accommodation guide for 
businessmen. 

This type of information 
will be accessed not only by 
Australian users of Preste! 
but users in any of a cozen 
countries around the world. 

The present official busi- 
ness service test program 
covers not only Australia 
and Britain, but West 
Germany, the Netherlands. 
Sweden, Switzerland, and 
the United States. 

There are also other users 
switching in from South- 
East Asia. 

The test program wil! iast 
for 12 months with the Brit- 
ish Post Office subsidising 
the international telephone 
calls when users access 
Prestel in London. 

What happens afer that is 
anyone's guess. Domestic 
Prestel is already making a 
profit in Britain, and 
Telecom is certainly investi- 
gating the possibilities ol a 
local version. 

The betting in the industrv 
is that domestic Preste! wiil 
be in Australia within three 


years. 














cso: 
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If it comes, it could weil 
include a version of the 
French electronic telephone 
directory. Already in Syd- 
ney, staff of Telecom's 
directory service use com- 
puterised visual display 


units to read off telephone 
numbers when answering 
inquiries. 

It would not be too difficult 
to provide that service 
directly to the user of an 
Australian Prestel. 

The French are working on 
their system to save money 
on printing direce 
tories ol are out of date as 
soon as they are published. 

Telecom suffers exactly 
the same problem. 

But just how Preste! will 
work in Australia and what 
the likely effects will be are 
uncertain. 

It has the potential to 
create the first electronia 
newspaper. Whether such @ 
service would dis 
existing newspapers 
on paper is by no means 
certain ‘ 


Ail the information you 
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read in The Australian for 
20¢ could be provided 
through Prestel for the 
same price, ; 
But whether users would 
want to read all thelr news 
that way is a= differeng 
matter. ’ 
News could certainly bq 
updated faster than 
possible in the production of 
a newspaper, but do 
want ail their ne 
presented on a screen? : 


The consumer advan 
of Prestel are not really 
doubt. Under the Bri 
system, as well at bu 
Such things as 
machines, you can even 


airline flights, theatres, 
restaurants. i 


Prestel would also make! 
retailing even more competi-; 
tive when consumers can, 
compare prices at the press, 
of a button. ‘ 


. i 

This ———— a general: 
acceptance of the system by; 
beth the public and! 
industry. ) 
If the price is rig*t, thosel 
changes will happen. : 


J 

















BANGLADESH 


BRLEFS 


EARTH SATELLITE STATION--The government has decided to introduce domestic 
satellite system in the country during the current 5-year plan. This was 
stated by Minister for Post, Telegraph and Telephone Moidul Islam while 
speaking at a foundation stone-laying ceremony of the country's earth satel- 
lite station at Latifpur of Dacca today. He said the new satellite station 
will be commissioned by March 1981. [Dacca Domestic Service in English 


0835 GMT 10 Jul 80 BK} 


cso: 5500 
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[Text | 


NEW DELAI. June 22. 

A chain of powerful me- 
1 wrt 2 
) ° set up to 
provide an exclusive chan- 
nel for broadcasting Cen 
cally originating notional 
Programmes over AIR. 


The proposed channel 
will comprise one 1000 KW 
transmitter at Nagpur and 
16 transmitters of lower ca- 
pacity in different parts for 
relaying the programmes 
emanating from Nagpur. 
Fourteen of these will be 
20 KW transmitters one will 
be of 300 KW and the other 
will be of 200 KW. 


TWO NEW STUDIOS 
The scheme also envisa 


ges the setting up of two 
new studios for 


will be at. 
and the other at 


5500 


EXCLUSIVE MEDIUMWAVE CHANNEL PLANNED FOR AIR 


Madras THE HINDU in English 23 Jun 80 p l 


These studios will be equip- 
pei to produce about 18 
hours programme daily and 
will be linked by high qua: 
lity cireuits to the transmii- 
ting centre at Nagpur 


The prop. tal for a sepe 
rute channe! has been muoo- 
ted as it was felt at me 
existing a emen m) 
broadcasting mationai ore 
grammes on a high power 
short wave transmitter. re 


layed onal stations. 
has eet” eon quite satisiac 
ory. 


According to official sour- 
ces, the national program 
mes at present encroach 
into the regional services 
at iistening bours, 
thereby leaving little ‘time 
during ‘his period for the 
regional stations to gene- 
od programmes of specific 

t. 


eres 

Secondly, the need to 
minimise encroachment into 
regioma! services has put a 
constraint on expanding the 
duration of national pro 
grammes and adequately 
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[INDLA 


Projecting matters 
tional importance. 

Thirdly. short wave trans 
missions are found to be 
deteriorating due to inter: 
ference from other count: 
ries and the reception has 
tended to be far from satis- 
factory The authorities feel 
that these deficienctes can 
be overcome by having aa 
exclusive medium wave 
channel for national pro- 
grammes. 


of na 


The programmes will in- 
clude Centrally originated 
news bulletins m Hindi and 
English, newsreels. coverage 
Of national events, besides 
cultura) grammes drawn 
from different parts. The 
content of music progranr 
mes will be divided between 
Hindusthani and Carnatic. 

In the first phase, during 
the current m the ouc- 
Jeus transmitter at Nagpur 
and the studio a. Delhi will 
be set up. The other trans: 
mitters and the Bangalore 
Studio will be taken up in 
the next Plan. 




















MINISTRY PROPOSES ELECTRONIC PHONE FACTORIES 


Madras THE HINDU in English 23 Jun 80 p 6 


[Text] New Delhi, June 22. The Communications Ministry has decided to 
go electronic in expanding the telecommunication services and has pro- 
posed to put up two new factories to produce electronic switching equip- 
ment. 


This was announced by the Communications Minister, Mr C. M. Stephen while 
talking to pressmen a. the conclusion of the two-day conference he had 
with circle heads of Postal and Telecommunication Services. 





Mr Stephen said that after a review of .ne present state of affairs in 
postal and telecommunication services, it had been decided to concen- 
trate during the current year on consolidation of the gains made so far 
and improvement of the quality of services. 


On the telecommunication side, it was proposed to expand production of 
electro-mechanical cross bar equipment in the Rae Bareilly factory and 
set up two new units to manufacture electronic switching equipment. The 
total annual production capacity of the proposed two units would be ten 
lakhs lines. The proposal was being put up to the Cabinet for clearance, 
he added. 


Mr Stephen said that both on the postal and the telecommunication sides, 
the service had expanded vastly over the last six years, but in the pro- 
cess the quality of service had suffered. It had now been decided to 
strengthen the monitoring machinery at the headquarters to constantly 
assess the quality of service and take measures to improve it. 


Another problem highlighted during the conference related to the mounting 
Bill on overtime payment to employees. Mr Stephen said that the total 
wage bill hac gone up from Rs 385 crores in 1978-79 to Rs 431 crores in 
1979-80 and the increase in overtime payment was from Rs 20 crores to 

Rs 27 crores. The share of overtime in the total wage bill was 5.1 per- 
cent in 1978-79 and 6.1 percent in 1979-80. He voiced concern over this 
trend not on account of the money involved but of the health of the 
employees. 
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The increase in overtime was also an indication of deterioration o! 

the service, Mr Stephen did not share the view that overtime might have 
gone up because the number of employees had not gone up in proportion to 
the expansion of service. The more the number of employees the more vas 
the overtime, he pointed out. As a trade unionist Mr Stephen was against 
workers being over worked. "Any management which creates a situation in 
which employees will have to work overtime is not exercising its manager- 
ial capacity properly," he felt. He also pointed out that there was no 
justification to incur so much money on overtime when there was a huge 
unemployed work force. 


With the sum of Rs 27 crores now spent on overtime, nearly 70,000 persons 
could be employed on a monthly salary of Rs 350 he added. His effort 
would therefore be to reduce the overtime gradually and ultimately abolish 
it. He did not envisage any opposition from union leaders because he had 
already had informal discussions with the workers' representatives who, 

he claimed, had disapproved of the overtime payment. Mr Stephen also 

said that during this year more funds would be provided for housing P 

and T employees. 


About telegraph traffic, Mr Stephen conceded that there were a lot of com- 
plaints that the messages were delayed and sometimes sent by post. He 
said that the factors responsible for this would be studied and remedial 
measures taken. 


A fresh look was being taken into the entire Post and Telegraph Act 

and the rules and regulations made thereunder, so that obsolete provisions 
could be removed and the Act revised to suit the present time. He 
pointed out, for instance, that even though ‘presidencies’ had gone, the 

P and T Department continued to have Presidency Post Masters. 


cso: 5500 
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INDIA 


BRIEFS 


SATELLITE COMMUNICATION LINKS--India has direct satellite communication 
linke with 19 countries in south, southeast and west Asia through 

the Indian Ocean region satellite of the International Communication 
Satellite Organization. Plans are aleo underway for establishing direct 
satellite linke with Burma, Nepal, Mauritius and the People's Democratic 
Republic of Yemen by 1980-81, [Text] [BK101331 Delhi General Overseas 
Service in English 1000 GMT 10 Aug @9) 





NEW COMMUNICATIONS SATELLITE--Expertise gained from the succesa of the SLV-3 
[Space Vehicle Launch-3] project will be .sed for building more powerful 
launchers. As a result India will be able to put ite satellites into orbit 
for purposes like communications, weather forecasting and remote sensing of 
underground resources, independently. Stating this in the upper house of 
parliament today, the prime minister said that a spacecraft would be built 
with indigenous knowhow as a successor to Insat satellite in the continuing 
experiments in thie direction. [Text] [B8K181121 Delhi General Overseas 
Service in English 1000 GMT 18 Aug 80) 


PLANS FOR LARGER SATELLITES--India will be in a position to launch bigger 
satellites weighing 500 to 600 kg in the next 5 to 6 years. This has been 
stated by the chairman of the Indian Space and Research Organization 

[TSRO|] in New Delhi. He said the major objective is to consolidate the 
space technology the country has achieved wich the successful launching of 
SLV-3, the launching of satellites should go a long way in rapid economic 
development of the country. The chairman also informed that ISRO wiil begin 
development of polar launch vehicles very soon. [Text] [Delhi General 
Overseas Service in English 1000 GMT 15 Aug 80) 





RARTH SATELLITE STATIONe-An earth satellite station ia being set up in 
Mahmudabad in Sitapur District of Uttar Pradesh, This will provide 
modern and sophisticated trunk facilities between Lucknow and other 
important centers including Delhi, Bombay, Calcutta and Madras. It wil! 
aleo link remote areas «! the country. [Text] [8K230245 Delhi ISI 
Diplomatic Information Service in English 0843 GMT 22 Jul 480) 


NORTHEASTERN RADIO LINKS=-High frequency radio linke for rural stations 
are proposed to be established in the northeastern region for improve- 
ment of the communication system, The general manager of the Northeast 
Circle, Telecommunications, said that exchanges in Dibrucaph, Silchar, 
Tineukia, Jorhat, Agartala and Imphal would be converted into automatic 
ones under the plan, He said electronic concentrators will be installed 
in Agartala and Imphal on an experimental basis to provide communication 
linke to the public call offices within a radius of 50 kilometers. 
[BK230245 Delhi Domestic Service in English 1530 GMT 22 Jul 80) 





INDONESIA 


BRIEFS 


TELEVISLON RELAY EXPANSION--Information Department Secretary General 
Sutikno Lukitedisastro said in Manado on 18 July that the government 
would build 71 more television relay stations in various counties in 
the country in 1980, He said that 121 television relay stations had 
been completed while a total of some 800 relay stations were needed 
to cover the entire country. [BK241607 Jakarta Domestic Service 

in Indonesian 2300 GMT 18 Jul 80] The Indonesian Television Service 
is constructing a television relay station at Perabumulih, South 
Sumatra, at a cost of 235 million rupiah. The construction, which 
began in April, is expected to be completed by the end of 1980, 
{BK241607 Jakarta Domestic Service in Indonesian 1500 GMT 20 Jul 480) 


CSO: 5500 
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MONGOLIA 


BRIEFS 


TV RELAY STATIONS--Hohhot, 11 Aug--The Nei Monggol Autonomous Region has 
built 15 large television relay stations and 30 emaller ones. Herdamen 
in the remote pastoral areas of the region can receive television programs 
inside their yurte. [OW121549 Beijing XINHUA Domestic Service in Chinese 
0155 GMT 11 Aug 80) 





PAKISTAN 


BRIEFS 


COMMUNICATION LINK TESTS--Pakiatan's first semiautomatic international 
gateway exchange went into test operation 2) July connecting Saudi Arabia 
and the UAE with Pakistan. It has been installed at a cost of about 

75 million rupees. The director general of telephones told Radio 
Pakistan's Karachi representative that the exchange would link Pakistan 
to 16 counties directly and 74 other countries through these 16 countries. 
Initially it will be able to handle 300 international circuits which will 
eventually be expanded to 900, [Text] [BK241615 Karachi Domestic 

Service in Englieh 1700 GT 22 Jul 80 BK) 


CSO: 5500 
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PEOPLE'S REPUBLIC OF CHINA 


Li DESHENG ATTENDS MICROWAVE LINE CEREMONY 


5K250900 Shenyang Liaoning Provincial Service in Mandarin 1100 GMT 22 Aug 60 


(Text) According to our sources, the Shenyang PLA unite have assigned the construction 
and management of the main microwave line linking Beijing, Shenyang, Changeohun and Harbir 
t the Ministry of Posts and Telecommunications. The assignment ceremony was held in 
Shenyang 18-19 August. Attending the ceremony were Zhu Chunhe, vice minister of the 
Ministry of Posts and Telecommunications, and (Sun Ao), deputy chief of staff of the Shen) are 
PLA unite. Li Desheng, commander of the Shenyang PIA unite, and Chen Puru, governor 

of Liaoning Province, visited the particinating comrades. In 1970 the State Counce.) 

ard the Military Commission of the Communist Party Central Committee directed the 
Shenyang PIA unite to build this main microwave line between Beijing, Shenyang, Changehun 
and Harbin. Under the leadership of the OCP Committee of the Shenyang PLA unite, move 
than 100,000 people from 27 municipalities and districts joined in this construction 

and completed it within 4 year. This main microwave line conveys Beijing television 
programs to the three provinces in Northeast China and to localities in Hebei Province. 
Now under the authority of the Ministry of Posts and Telecommunications, this main Line 
will be supplemented with new equipment for various (functions). 


cso: 5500 
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PEOPLE'S REPUBLIC OF CHINA 


GANSU TIBETAN LANGUAGE BROADCAST=-Lanzhou, 10 Aug--To further implement 
the party's policy on nationalities, the Gannan Tibetan Autonomous 
Prefectural People's Broadcasting Station in Gansu started to broadcast 
the "Tibetan-Language Lectures" and strengthen the "Tibetan-Language 
Literature and Art Program” in May. The "Tibetan-Language Lectures," 
which are broadcast daily, help Tibetan cadres, students and herdemen 
systematically study the language of their own nationality. As of now, 
32 lectures have been broadcast with very good results. The "Tibetan- 
Language Literature and Art Program" is characterized with bright 
national color and permeated with thick grassland atmosphere. The 
program publicizes the party's policies and chants about national unity 
and the four modernizations. Listeners warmly welcome both the lectures 
and the program. [0W121549 Beijing XINHUA Domestic Service in Chinese 
0225 GMT 10 Aug 80) 


SHANGHAI NAVIGATION COMMUNICATIONS NETWORK--A new radio communications 
system was put into use on 28 July by the Shanghai branch of the Chang 
Jiang Navigation Bureau. This system enables direct verbal communication 
between the control center and ships gailing in the area. Tests have 
proved that the system works well. /Text/ /Shanghai City Service in 
Mandarin 2300 GMT 28 Jul 80 


cso: $500 
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SRI LANKA 


BRIEFS 


‘DEUTSCHE WELLE' RELAY STATION--Cologne, 12 Aug (DPA)--DEUTSCHE WELLE is 
to set up and maintain a relay station on Sri Lanka. This is the result 
of an agreement concluded on Tuesday in Cologne between DEUTSCHE WELLE 

and Sri Lanka Broadcasting Corporation. The agreement, which is to run 
for 20 years provides in the first stage for the installation of a medium 
wave tranemitter with a capacity of 600 kw and three short-wave transmitters 
each with a 250-kw capacity. If it becomes necessary, DEUTSCHE WELLE can, 
in the second stage of development, construct three further short-wave 
tranemitters. The relay station on Sri Lanka, which ensures the reception 
of DEUTSCHE WELLE broadcasts in the Asian region, completes the network of 
DEUTSCHE WELLE's relay stations. [Text] [LD130338 Hamburg DPE in German 
1602 GMT 12 Aug 80 LD 
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THATLAND 


SOUTHERN SEPARATIST RADIO STATIONS--DAO SIAM reporters in Yala reported 
instances of serious separatist outbreaks [of violence] with the latest 
being the robbery of a car carrying Thai Buddhists into the forest. Their 
fate is still unknown. And there is also the putting into operation of an 
illegal radio station for direct communications to the Region 3 Electricity 
Authority in order to bargain in the capture of [Authority] personnel. 

It is said that this has created the initial suspicion that the officers 
[of the radio station] would necessarily have to be separatists; otherwise, 
how would the separatists know the single sideband radio codes. After 
questioning the officials of the loca! radio stations in the three provinces 
vf Pattani, Narathiwat and Yala as to their views, it was found that they 
unanimously agreed that the separatists would certainly have to make 

great efforts to successfully set up this type of radio station provided 
that they would not first cut the power at the beginning of the wave which 
would become a wave that could easily enter into the AM system. This 
would be the future mouthpiece with which to agitate and threaten the 
masses throughout the four southern provinces. Furthermore, newsmen also 
reported that at this time the local radio stations in Yala, Pattani and 
Narathiwat are unable to broadcast clearly as in the past because of 
interference from the separatists’ clandestine radio transmissions which 
run 24 hours a day. [Excerpts] [Bangkok DAO SIAM in Thai 18 Jul 80 


pp 1, 16] 


cso: 5500 


27 








VIETNAM 


BRIEFS 


COMMUNICATIONS NETWORK RENOVATION--In July the postal sector intensively 
renovated its wireless, telephone and Morse communications equipment 

to gear itself for the new communications network made available by the 
recently installed Hoa Sen ground-satellite communications station. 
Thanks to this station, the postal sector now has a number of additional 
international communications channels. The sector is now urgently 
consolidating its communications system in support of the effort of 
various localities to control typhoons and floods. [BK081145 Hanoi 
Domestic Service in Vietnamese 1100 Gh? 7 Aug 80) 
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BULGARIA 


PROGRESS IN OPTICAL INFORMATION TRANSMISSION REPORTED 
AU231016 Sofia BTA in English 0808 amr 23 Jul 80 


(tT xt] Sofia, 23 Jul (BPA)--he first two Bulgarian lines for optical transmission of 
information have successfully endured tests at the laboratory of the Institute of 
Electronics with the Bulgarian Academy of Sciences, The first of these is designed for a 
multi-channel transmission of sound, telephone calls, radio broadcasts and data and the 
secord is designed to transmit complete tele-ision signal-picture, sound and synchronizing 
impulses, 


Communications is one of the spheres modern electronics is reaping successes in, In the 
electronic communications the copper conductor is replaced by a light-conductor of a fine 
quartz thread (a fibre with a diameter of a hundredth part of the millimetre), ‘the 
electric signals are transformed into light ones through semi-conductor opto-electronic 
irradiators, and the light signals, after a mitiple reflection by the light-conductor, 
are dictributed through an optic cable, and upon reception they are re-transformed into 
electric signals again, 


The replacement of radio frequency signals with the light ones of much higher frequency, 
makes it possible for the volume of information to be increased (one only light-conduct- 
ing line can carry 1,000 telephone calls simultaneously) and what is more the quartz 
light-conductor is not susceptible to electromagnetic disturbances and to adverse weather 
conditions, Its manufacture too, requires not the deficit non-ferrous metals, but one 
of the earth's most common elements --silicon, 


Acoording to the leader of the team which invented the Bulgarian lines for optical trans- 
mission of information, Mr Mariy Drazhev, senior researcher, favourable conditions do 
exist in Bulgaria for the development of the highly promising opto-electronic communica- 
tion methods, namely large deposits of high-quality quartz and advanced electronic 
industry, and on the other hand well trained researchers and engineers in the sphere of 
electronics, \ 
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POLAND 


BRIEFS 


EXPERIMENT IN TELEDETECTION--Warsaw, 2 Aug (PAP)--Telephoto-80, an experi- 
ment in teledetection conducted for some days now by the Geodesy and 
Cartography Institute in cooperation with a number of research centres in 
Poland, Czechoslovakia and the Soviet Union, is developing favourably in 
spite of bad weather conditions. The experiment is connected with using 
aerial and satellite photography--teledetection--for the economy. The 
pictures are being taken in different regions. One of them is in the 
vicinity of Sroda Slaska. The aim of the research is a detailed definition 
of the structure of crops, the degree of ripeness of cultivable plants and 
the amount of moisture in the soil. /Text/ /Warsaw PAP in English 

1414 GMT 2 Aug 80 LD/ 
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YUGOSLAVIA 


BRIEFS 


INTERNATIONAL INFORMATION COOPERATION--Belgrade, July 23 (TANJUG)--Prepara~ 
tions for the fifth meeting of the coordinating bureau of the pool of non- 
aligned countries’ news agencies, to be held in Managua, August 18 through 
20, were the subject of a report submitted today at a session of the Yugoslav 
Government's Commission for Coordination of Yugoslavia's International Coop- 
eration in the Field of Information. The meeting, which will be chaired by 
the Yugoslav news agency TANJUG, will consider joint actions and cooperation 
of nonaligned countries’ news agencies in keeping with the decisions of the 
sixth nonaligned summit. The Yugoslav Government's commission also adopted 
a report of the Yugoslav delegation which recently participated in the meet- 
ing in Baghdad of the nonaligned countries’ intergovernmental coordinating 
committee for the sector of information. Also discussed was the course of 
preparations for the second conference of nonaligned countries’ broadcasting 
organizations, to be held in early September in Sierra Leone. [Text] 
LD231918 Belgrade TANJUG in English 1653 GMT 23 Jul 80) 
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INTER=AMERICAN AFFAIRS 


GUYANAN GOVERNMENT BREAKS WITH CARIBBEAN NEWS AGENCY 


#L151500 Bridgetown ADVOCATE -NEWS in English 9 Jul 80 p 1 


[Text] Georgetown, Guyana, Tuesday (CANA)--The Guyana Government has announced that from 
next Jarmary it will sever its relationship with the four-year-old Barbados-based CARIBBEAN 
NEWS AGENCY (CANA). 


In a press release issued here, the Information Ministry said that effective Jamary 8 
next year, the state-owned radio and newspaper companies will terminate their CANA services, 
The ministry itself will cease to receive UANA news at the end of this year. 


The release said that “adequate arrangements will be made between now and Jamuary....to 
ensure that the Guyanese public is xept informed about regional and international develop- 
ments following the termination", 


In separate letters to CANA, the state-owned Guyana media complained that CANA's corres- 
pondents in Georgetown had committed “unforgiveable slanders against the Government of 
Guyana". 


The agency itself was also accused of failing to live up to its mandate "to assist regional 
and international co-operation and understanding" through its news distribution. 


CANA serves virtually all major Commonwealth Caribbean radio and television stations and 
newspapers as well as goverrment and other agencies in and outside the region, 
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INTER-AMERICAN AF PALRS 


CO MMANT ON CUBAN CONSULATE REQUEST POR RADIO PREQUENC LES 
PALO2126 San Jose LA NACTON in Spanish 6 Aug 80 p 534 


[Paid advertisement of the Pree Costa Rica Movement; “Cuban Communists Request Radic 
Prequencies in Costa Rica") 


{Text} The Cuban Consulate in our country has asked the government of the republic 
for one frequency te broadeast abroad and for others te be used in vehicles of that 
consulate, 





it is strange that a representation that calls itself “commercial” should need a small 
fleet of vehicles with radios. Undoubtedly those vehicles will not be used for “com- 
mercial” purposes. 


The representation of the Cuban dictatorship, in addition to asking for a frequency 
to establish contact with Cuba and other countries of the area without state control, 
has also asked for a UMP assigment. 


This request by the so-called “Cuban consular representation" would appear to indicate 
that the activities of the Cuban communists in our country clearly are essentially of 
a p litical nature. 
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INTER-AMERICAN AFFAIRS 


BRIEFS 


NEWS AGENCY IN MANAGUA~-The Latin American Federation of News Agencies 
|Federacion Latinoamericana de Agencias Noticiosaa=-FELAN], will be 
installed within the next few days in this capital. This was reported 
today in circles of the Union of Nicaraguan Journalists. The FELAN, 
which was recently established, will start operations during the fifth 
meeting of the coordination committee of the nonalined countries news 
agenc. es' pool which will begin its sessions in Managua on 18 August. 
The FELAN is part of an agreement signed by representatives of Cuba, 
Mexico, Panama, Peru, Nicaragua, Vene*uela and Jamaica last year during 
the previous pool meeting held in Belgrade. A document signed on that 
occasion stated that the FELAN goal will be to encourage the growth 
and development of the established agencies as well as to promote the 
creation of new news organs in Latin America. A commission made up 

of Cuba, in its position as a member of the nonalined movement, as well 
as Mexico and Venezuela as observers, will draft the statutes and all 
matters related to the creation of the FELAN. This task has already 
been carried out so the meeting will be held to launch the federation. 
The FELAN will strengthen the international flow of information in the 
region to other areas of the world as well as the ties of the Latin 
American agencies with the pool of the nonalined movement. [Text] 
[PA120001 Managua Radio Sandino in Spanish 1800 GMT 11 Aug 80) 
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ARGENTINA 


BRIEFS 


PLANNED SATELLITE COMMUNICATLONS~~=(NOTICIAS ARGENTINAS)--The government 
yesterday called for bide for the installation and servicing of a new 
national satellite communications system. This will allow the integration 
of emall groups of inhabitants in remote parte of the country to the enrTer 
National Communications Network. A statement issued by the government 

says the operation will not only help to create a more fluid communications 
system but facilitates better radio and television tranemissions. Argen- 
tina has already contracted with Intelsat for the leasing of ite satellite. 
The necessary equipment is to be instalied at Balcarce, where the Argentine 
station for satellite communications is located. The new system will have 
two sub-stations in Catamarca and Comodoro Rivadavia, which in turn will 
interconnect 23 districts in the area of the Andes Mountains and Patagonia. 
[Text] [PY201730 Buenos Aires HERALD in English 20 Aug 80 PY) 
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MEXICO 


RIGHT TO INFORMATION SOON 19 BE REGULATED 
PA240116 Madrid EFE in Spanish 0957 GMT 22 Jul 80 


[Article by Jose Carreno]} 


(Text) Mexioo City, 22 Jul (EFE)--The regulation of the right to information in 
Mexico seems to be a matter of time, It reportedly will be based cn seven points 
whieh could be summarized in freedom to inform, to be informed and o express an 
opinion, 


A long series of public hearings on the topic is about to conclude in the Chamber of 
Deputies, which appointed a special commission to hear opposing views. Mexican 
political circles believe that the legislators already have an opinion on this. At 
least this is what Luis Parias, chairman of this commission and majority leader of 
the Institutional Revolutionary Party in the chamber, implied. Aooording to Parias, 
the right to information inoludes the right to freely give opinions, receive informa- 
tion and opinions and disseminate views and reports, "The right of the citizens to 
inform and be informed is not covered by the law up to now,” Parias said in Monterrey, 
954 km north of here, where Several newsmen expressed their views regarding the 
handling of information in the country, 


Farias said that to regulate does not mean to limit or prevent. ‘We must find channels 
so that information oan be given freely, democratically and for the good of all 
Mexicans. A well-informed people is a people who oan have freedom and experience 
democracy,” he noted. However, a group of owners of press organs have stated their 
opposition on behalf of the same democracy. 


Certain prominent newsmen, mainly liberals or leftists, have expressed their support 
for this regulation without forgetting to criticise the present information situation, 
"The examples of corruption and bribery of newsmen which is sponsored and fomented by 
those who want to regulate the right to information would be emiless,”" Jesus Cantu, a 
neweaman amd director of a provincial news agency, stated. Cantu stressed; "One cannot 
Speak of restrictions on the freedom of the press or of direct interference in the 
leadership of the newspapers, but one can make irresistible suggestions." 


in any case, Parias said that what is being sought is "a formula of balance that will 
permit the establishment of the rules of the game in order to guide the information 
trend, to make this right viable and to not affect freedom of speech." 





This view will be kept in principle in the legislation which will involve 
the constitution, It is expected that this law will be issued by the fed- 
eral Congress late this year deapite the many criticiemsa againat what is 


considered to be an attempt to limit the freedom that ia being protected by 
this law. 
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INTER=ARAB AFFALRS 


BRIEFS 


ARAB SATELLITE TENDERS--Kuwait, July 24 (KUNA)=--Tender documents concerning 
the project of the Arab satellite have been handed over to five companies 
working in the field of satellites, said Abdullah al-Sayeh, vice president 
of the Arab Satellite (Arabsat) Thursday. Al-Sayeh, who is also assiatant 
undersecretary for technical affaires of the Ministry of Communications 
added that the companies’ offers will be forwarded to the Arab Space 
Communications Corp on November 1. The Arab satellite will include 

12,000 telephone channels for the Arab countries in addition to six 

TV channels for educational and othe~ programs. [Text] [LD241222 Kuwait 
KUNA in English 1150 GMT 24 Jul 80) 
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EGYPT 


NDP POLITICAL BUREAU DISCUSSES CODIFICATION OF PRESS 


NCO51854 Cairo MENA in Arabic 1558 OMT § Jul 60 


(@xcerpts) Alexandria, 5 July--The National Democratic Party's (NDP) Political Bureau 
held a meeting in Alexandria this morning under the chairmanship of President Muhammad 
Anwar as-Sadat. During this meeting the bureau discussed the bill for the regulation 
of the press estate, which takes into consideration the recent constitutions! amend- 
mente that make the press, for the first time, 4 popular independent estate in the 
constitution. 


This was stated by Mansur Hasan, the minister of state for culture and information, 
after the NDP Political Bureau's 4“-hour meeting today. 


Mansur Hasan said that the purpose of these constitutional amendments, or the codifi- 
cation of the press in general as 4 fourth estate, is to create 4 new press system 

that takes into consideration 411 of our lom press experiences before and after 1952, 
maintaining the advantages and positive aspects and trying to avoid the negative aspects 
which have led to mary problems and unsound practices in some cases in previous stages. 


Hasan said that the codification of the press estate, in acoordame with the outcome 

of the popular referendum and the constitution, aims at underlining the freedom and 
independence of tne press--in the sense of freeing the press from the influence and 
interference of another authority in the state--and, at the same time, aims at insuring 
that the press is able to carpy out its mission of serving the society with ob Jec- 
tivity and within the framework of the values and interests of the public. 


Mansur Hasan said that the bill introduced new provisions regarding ownership in order 
to create new opportunities for the press. The press will no longer be limited to 
public ownership or ownership by political parties. Ail associations, unions and so- 
cities will have the right to publish newspapers. 


The bill also provides for the possibility of establishing share-holding companies 
and cooperatives to own newspapers. He said that this provision allows for the diver- 
sification of ownership and does not limit it to public ownership. At the same time 
it will avert the dangers of private, individual ownership. 





The aindatber of stabe for oculbure and information added that every preas estab iiah- 
nené will have 4 general assembly consisting of |5 membera--5 fram the editorial starr, 
, from the administration, and 5 from among the employees. This is in addition to 

30 members whieh will be appointed by the Gongultabive Counell and will be chosen 

from among the writers and people interested in the press and information affairs. 

AO least four of these will be from among people working in the same establishment. 


Magan added thal the general assembly will elect the board of directors of the press 
establishment. The board will consist of 43 members; 2 from the editorial starr, 

2 from the administration, 2 from among the employees and 7 others, with ab least 4 from 
amore the employees in the establishment. 


Speaking about guarantees for the Journalists, Mansur Hagan said that the journalists 
are independent and that there is no authority over bhem in their work obher than the 
law. No aubhority has the right to inberfere in the affairs of the press. 
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MOROCCO 


NEW FRANCO=-MOROCCAN RADIO STATION PLANNED 
Paris LE MONDE in French 18 Jul 80 p 21 
[Article by Roland Delcour | 


Text) Rabat--A Franco-Moroccan radio broadcasting station will be 
commissioned in Nador, just south of Melilla on the Mediterranean Coast. 
An agreement to this end was signed on 12 July in Rabat by Mr Gouyou- 
Beauchampe, president and general director of the SOFLRAD (which operates 
Radio Monte Carlo) and Mr Belakziz, the Moroccan minister of information, 
in his capacity of president of the Yadio Mediterranean International 
(RMI) Company, which will administer the Nador facility. 


On 26 March, during the visit paid by King Hassan Il to Paris, a first 
construction contract agreement entrusted the building, for the Moroccan 
state, of a commercial radio station to be called Radio Mediterranean 
International, to be financed mainly by advertising, to the SOFIRAD. Of 
the equipment, 90 percent was to come from France (above all from the 
Thomson firm) and the work was to extend until 1982, at an estimated cost 
of 110 million French francs. 


The operation of the RMI is to be entrusted to a Moroccan company holding 
51 percent of the shares, distributed among a national investment company 
(Moroccan), the SOGPRESS, a Moroccan publications distribution company, 
and the BMCE (Moroccan Foreign Trade Bank). On the French side, a hold- 
ing company, the International Radio and Television Company (CIRT) will 
represent the SOFIRAD, the European Union Bank (BUE), the Thomson firm 
and the Hachette group. 


Initially, the RMI will operate the Radio Tangiers broadcasting station, 
which covers two-thirds of the Moroccan territory on the medium wave 
band. Beginning in 1982, the Nador broadcasting facility will take over 
and assert its orientation as a station serving the western Mediterranean 
and northwest Africa, while Radio Tangiers will continue to broadcast on 
regional wavelengths. 
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The overall plan of the Moroccan government is to rehabilitate the whole 
of the Tangiers region, where until Moroccan independence was won in 
1956, the radio station was an important one benefitting from the 
international regime. After that city became a part of Morocco, its 
importance decreased greatly. In the future Radio Tangiers will remain 
a regional station but will be paralleled by the RMI with studios 
established in Rabat and Casablanca. A team of French and Moroccan 
producers and technicians now being trained will take charge of its 
operation. The RMI represents the second major project for the SOFIRAD, 
along with the SOMERA (Radio Monte Carlo-Near East) which broadcasts 
from facilities on Cyprus. 


5157 
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QATAR 


BRIEFS 


TELECOMMUNICATIONS DECREE ISSUED--The amir, Shaykh Khalifah Ibn Hamad 
al-Thani, iesued a decree today regulating the use of telecommunicat ions 
equipment and frequencies. The law applies to all telecommunications 
equipment regardless of power with the exception of receivers for audio 
or video broadcasts. Thus, the law does not apply to radios and tele- 
vision sets. The law prohibits the possession, use or installation of 
telecommunications equipment and frequencies for private use, hobbies, 
experimentation, teaching or scientific tests without a special license 
from the Ministry of Transport and Communications. The licenses are 
valid for 1 year and are renewable. The law also prohibits the operation 
of any telecommunications equipment or station unless a telecommunications 
operators certificate has been obtained from the ministry. This certi- 
ficate is granted after an individual has passed a special examination 
whose regulations are defined by a ministerial decision. The law forbids 
the import, export, manufacture or repair of any telecommunications 
equipment without a permit from the Ministry of Transport and Commnica- 
tions. Customs officials are forbidden to release any telecommunications 
equipment unless they have received a permit and determined that the 
equipment matches the specifications stated in the license. The law 
compels all persons who are currently selling, manufacturing or repairing 
telecommunications equipment to notify authorities of all equipment in 
their possession within 30 days after the law comes into force or such 
equipment comes into their possession. [Text] [GF301140 Doha Domestic 
Service in Arabic 1030 GMT 30 Jul 80) 
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INTER@AFRICAN AFFA*RS 





SUPPORT FOR AFRICAN REMOTE SENSING COUNCIL ' IMPORTANT' 
Nairobi DAILY NATION in English 15 Aug 80 p 6 


[ Text ] 


FHE second meeting of the African Kemote 
Sensing Council has just ended in Addis Ababa. 
Unfortunately, since this council was formed two 
— ago, only 15 of the 50 Organisation of African 
nity member countries have joined. As a result. 
these few signatory members bear the full cost of 
— the five nal remote sensing 
centree located in Nairobi, Kinshasa, 
agou, lee-Ife (Nigeria) and Cairo. 
very once in a while in the long peth of 
universal development, a technology comes about 
which is critical for the next level of development. 
There are those who believe that remote sensing 
ome is such a technology since it has the 
potential for drastically reducing the cost of collec- 
tion of physical a * social ya. 2 
sensing is essenti a technique of using planes 
and satellites which have ‘“cameras’’ to map the 
ground. These are not ordinary cameras since some 
of them operate in the non-visible spectrum and 
can penetrate the earth to establish whether there 
is water or minerals underground. Thus the techni- 
que can be used to establish the mining and 
agricultural potential of a country. 

It can be used to check the surface vegetation 
and show whether there will be enough food and 
vegetation for human and animal populations. 
Since it does this fairly rapidly it can provide infor- 
mation to governments on how much food is expec- 
ted during a particular sease:, ©  ‘y enabling 
them to buy food or adjust us. « hnique is 
also extremely useful in estahl «.,' © und use of 
4 —_. remote sensing enya, the 
spread of the population to the semi-arid areas and 
estimates of the numbers involved have been 
analysed. It also cuts the costs of road mapping and 
identification of dam sites significantly. 








OO cccccccccccccc 


it i these possibilities which make the 
technology 80 appealing. Through use of the techni. 
que, a country can get a total inventory of all of its 
natural resources and infrastructure relatively 
cheaply. The older techniques of looking for 
mineral resources by ground surveyors is too expen. 
sive and time consuming. These old techniques do 
not lend themselves to exact and rapid information 
gathering. Perhaps even more important, they are 
not accurate or fast enough to enable planners to 
adjust to changes in food or fodder production for: 
example. 

he technology was developed in the 
industrialised world initially as part and parcel of 
their military technology. But it is important that 
African countries pick it up for use jn deve nt. 
The people who are to use it can be trained faster 
than some of the old techniques for resource iden- 
tification. It was because of the relative ease of 
training and the lower costs that the Economic 
Commission for Africa created the African Remote 
Senaing Council. Since then it has tried to interest 
all can ——~ to join it, but only a few 
nave those ho @j he ide hat the 

who eppose the idea argue that t 

technology is foreign controlled. It is true the 
satellites are owned either by Western powers or 
their multi-nationals, but the information for sale 
is of greater value to the Afriesn countries. They, of 
course, g by it, but evidence shows that this is 
cheaper t hiring other specialist consulting 
firms from the same countries to come and map 
resources with more expensive and time-wasting 
techniques. 

The basic infrastructure for extending remote sensing 
use in Africa is there. Several satellites criss-cross the 
continent. The five centres listed above have ground- 
receiving capacity and can retransmit the information to 
other neighbouring countries. The only outstanding issue 
then ix whether the African countries will seriously fund 
these centres to produce more coherent information 
about their countries and also train the personnel to 
interpret this data and incorporate | into their plans. 

t is ironic that as some of the governments shy away 
from using this new technique, some Western trading 
and consulting companies are buy'ng the data and using 
it in their negotiations with the -ountries for mining, 
farming and other operations ike identifying and 
studying dam sites both for irrigat..n and power genera- 
tion. 

Training African manpower in remote sensing 
should be a priority in every country Support for the 
African Remote Sensing Council is impertant since it 
brings together all the African users and enables them to 
negotiate better with the owners ot ‘he technology. 
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INTER-AFRICAN AFFAIRS 


URTNA STRESS ON PROFESSIONALISM CONVEYED 


London WEST AFRICA in English 11 Aug 80 pp 1489-90 


[Text ] FOURTEEN out of the fifteen members of 


the Union of Radio and Television 
Organisations in Africa (URTNA) attended 
the 29th ordinary session of the 
Administrative Council of the continental 
Organisation held recently in Dakar, 
Senegal. The council discussed the possible 
admission of Zimbabwe at a meeting to be 
held in Tunisia in January, 1981. 

In his address, Mr. Owusu Prempeh of 
URTNA, urged African broadcasters to 
ensure that professionalism takes prece- 
dence over all other considerations. 
Broadcasting, said Mr. Prempeh, who is 
also the Director of Sound Broadcasting of 
the Ghana Broadcasting Corporation, had 
become a highly de veloped and competitive 
profession. “We in URTNA have found 
ourselves often rubbing shoulders with our 
counterparts in the other regions in the 
exchange of professional knowledge in all 
fields of the trade. 

We have pledged to abide strictly by the 
statutes of the Union which enjoin us to be 
professional. We are aware that this has 
been your wish too, and that is why we are 
today exhorting you and seeking your 
co-operation towards the achievement of 
this policy. To attain this, we need to make 


sacrifices, sink our differences and pledge to 
pool our resources for the attainment of all! 
that is noble and grand for our Union” 
Mr. Prempeh appealed to members to 
“step up our exchange of programmes 
through the Programme Exchange Centre 
in Nairobi, Kenya so that our peoples, that 
is. our listeners and viewers, can enjoy the 
musi, the features and other cultural 
aspects of each others broadcasting 


output” 
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Meetings must not 
be just jaunts 


The URTNA president stressed the need 
to attend meetings and participate in 
seminars and workshops with “the special 
skills and knowledge at our command to 
share these with our feliow broadcasters 
from other parts of Africa and the world.” 

He warned against the adoption of a 
flamboyant attitude of a tourist-participant 
which might “transform URTNA meetings 
iMto attractions which are at variance with 
the objectives set before us.’ Those in 
charge of the mass media should have a 
deep understanding of the cultures that 


transcend the differences in language or 


customs. 
Mr. Prempeh finally appealed to African 


broadcasters to help achieve the dream of 
the founders of URTNA in 1962 by 
demonstrating that the broadcasters of 
Africa could work together, in spite of the 
many differences and the vast distances 
which separate African countries. 


Links with 
the EBU — 


Earlier, Mr. Prempeh had represented 
URTNA at the 31st session of the General 
Assembly at the European Broadcasting 
Union (EBU) held in Frankfurt, West 
Germany. 

Addressing the opening session, Mr. 
Prempeh said the earth had today become a 
small community in which people have 
grown increasingly interdependent and 
sensitive to one another's life. In such an 





age, he said, ‘as we find ourselves we can 
he ver over-stress the importance of the rote 
that broadcasting plays in promoting 
mutual understanding and trust between 
nations 

“We in URTNA are very proud of the 
excellent collaboration between our U mon 
and broadcasting unions in other regions of 
the world We particularly cherish the 
fraternal fellowship between us and the 
Eurapean Broadcasting Union (EBU) We 
believe that if we are to bring into reality a 
world in which the broadcasting media can 
comnbute to the ¢ of various 
cultures, it © essential that t of us who 
ap fo 4, hb Ay t 

unde the cultures that 
—— arbor cg o 
customs — 

We thanked the EBU for the ‘sympathy 
and understanding we have received from it 
over the years.” 

While in Frankfurt, Mr Prempeh signed 
on behalf of URTNA an agreement with 
FIFA on the 1982 World Cup series to be 
played in Spain for the television coverage 
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INTER=AFRICAN AFFAIRS 


TOPICS TO BE DISCUSSED AT AFRICAN COMMUNICATIONS CONFERENCE NOTED 
Yaounde Domestic Service in English 1830 GMT 24 Jul 80 AB 


{Text} At the Yaounde Intergovernmental Conference on Communications 
Policies in Africa, delegates continue deliberations in two committees 
to discuse problems on perspectives of communications in Africa and 
the development of modern national communication systems. Delegates 
will be examining the role of communications in a broader approach to 
development, especially in adult education, science and technology, and 
culture, communications as a means -f asserting cultural identity and 
as an instrument of national and regional integration aimed at 
atrengthening African unity. 


The two committees will also examine information-flow problems in Africa, 
traditional forms of communications and modern means of communications, 
public participation, analysis of situations and determination of needs 
and priorities, specific problems raised by the introduction of modern 
media and the ways of solving them, technological problems, training 

of specialists at various levels, production and distribution of messages 
and special and technological research. 


Rarlier today, heads of delegations delivered speeches on their various 
communications policies. The main theme of the speeches was on the 
necessity for the establishment of an African communications fund to 
strengthen the participation of the masses in media activities and to 
balance the flow of information from the center to the periphery and vice 
versa. 


Speakers regretted that Africa has barely 1 percent of the world's news- 
papers and television sets, and only 2 percent of the world's radio sets. 
They attributed this to a very poor communication infrastructure in the 
continent, the nonexistence of industries producing communications 
equipment and the poverty of personnel training fecilities. Because of 
these drawbacks, they concluded, Africa has become a field for the 
experimentation of imperialism and exploitation. Deliberations at the 
Yaounde Africom [Communications and Information in Africa] continue in 
the two committees. 
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CONFERENCE ON AFRICAN COMMUNICATIONS ENDS IN YAOUNDE 
AB312203 Yaounde Domestic Service in English 1830 GMT 31 Jul 80 


[Text] The 10-day UNESCO-sponsored Intergovernmental Conference on 
Communication Policies in Africa has ended after unanimously adopting 

a declaration on communications in Africa, The participants to the 
conference also adopted a final report on the proceedings of the meeting. 
Our staff reporter, George Ngwa, was there and now fills in the details: 


[Begin recording] The Yaounde declaration adopted at the end of the 
conference is a comprehensive policy paper on culture and communication 
in Africa. It seeks to resolve with African member states of UNESCO 

to cecolonize communication structures which often still conform to old 
colonial patterns and not to the needs and aspirations of the African 
peoples. More important is the realization by participants of the urgent 
need to give higher priority to the formulation of global integrated 
policies in the field of culture and communications, to the establishment 
and expansion of infrastructure for the exchange of information and 
cultural life and to the indigenous production of all kinds of messages 
and cultural (?programs). 


The participants expressed the need for a new conception of freedom of 
information such as new [few words indistinct] society instead of subject- 
ing them to the conditioning of those who control the powerful communica- 
tion media. The participants stressed the importance of increasing access 
to information for the rural areas to guarantee freedom of information and 
to improve working conditions [word indistinct]. They deplored the dearth 
of bilateral and multilateral help for the development of communications 
in African countries and (?states) that collective self-reliance which is 
based on increased confidence in (?inner) parties and. . its capacity 

for innovation, remain the only key to African development. To this end, 
representatives have formed their collective will to work for changes 
called for by the present world situation. 


They declared their preparedness to cooperate with all who are willing to 
correct the imbalances and historical dependence under which Africa is 
laboring in the information and communication spheres. The participants 
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appealed to UNESCO and other bodies and agencies of the United Nations to 
collaborate in establishing a new communication and information order 
such as could allow complete self-fulfillment to all peoples in peace, 
justice and freedom, 


The adoption of the Yaounde declaration was followed by a speech from the 
director general of UNESCO, Mr Amadou Matar M'Bow, summarizing the pro- 
ceedings of the conference, He lauded the epirit in which discussions 
were held and praised the determination shown by delegates to stand for 

4a unites front for the quest of a new rural communication order. Mr M'Bow 
said the discussions demonstrated that Africa has left the era of 

{word indistinct] slavery and called on participants to examine with great 
care the resolutions adopted with a view to their speedy implementation. 
He ende! by presenting a UNESCO silver medal to Mr Guillaume Bwelle to 
reward him for what he described as an important contribution to UNESCO's 
activities, especially to the success of the Yaounde conference. 


In the motion of time that followed, the Algerian delegate, on behalf of 
members of the other delegations, thanked President Ahmadou Ahidjo, the 
government and people of Cameroon for the warm hospitality accorded 
participants. The Cameroon minister: of information and culture, who is 
chairman of the conference, Mr Guillaume Bwelle, in his closing remarks 
said a great lesson should be drawn from the meeting because it has a 
proportion of the [words indistinct] associating categories, especially 
the rural masses, in the development of communication infrastructures. 
[end recording] 
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LIBERIA TO HOST AFRICAN TELECOMMUNICATIONS CONFERENCE IN DECEMBER 
AB112220 Monrovia Domestic Service in English 1900 GMT 11 Aug 80 


[Text] Liberia is to host a week-long African telecommunication con- 
ference echeduled to convene in Monrovia in December this year. This 
was disclosed at a press conference in Monrovia today by Post and 
Telecommunications Minister Emmanuel Twegby. He said the conference 
will basically review the ongoing activities of phase one of the 
Pan-African Telecommunication 5-year project on transport and communica- 
tions in Africa. 


Minister Twegby said the conference, the third in a series, will also 
formulate strategies for the continenta!'! development of telecommunica- 
tions during the second phase scheduled for 1982 to 1987. He said the 
offer for Liberia to host the conference was made and confirmed by the 
Liberian delegation at the OAU heads of state summit in Freetown, 
Sierra Leone. Minister Twegby referred to the (ensuing) conference 

as very important since prominent world organizations are expected to 
participate. 


The postal affairs minister said his ministry was endeavoring to [word 
indistinct] the city as an initial effort for a private mail delivery 
system in the country. 


In another development, Minister Twegby disclosed that his ministry 

has offered to host the Mano River Union Telecommunication Conference 
scheduled to convene [in] Monrovia later this month. He said the con- 
ference will discuss, among other issues, the strengthening of communica- 
tion ties among member states and seek strategies to make telecommunica- 
tion activities between Liberia and other African countries more viable. 
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INTER=AFRICAN AFFAIRS 


ZIMBABWEAN OFFICIAL ON 'DECOLONIZATION' OF MEDIA 


Salisbury THE HERALD in English 16 Aug 80 p 3 
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NIGERIA 


SECOND SATELLITE TELRECOMMUNICATIONS STATION NBOOTIATED 
AMO012059 Lagos Intermational Service in Bnglish 1650 GMT 1 Aug &0 


{iext) ‘The Nigerian Goverrment has concluded negotiations for the establishment of a 
second (Gateway) satellite station canplex in the country. It will be looated in Kaduna. 
The minister of communications, Alhaji Akanbi Oniyangi, announced this in Lagos today at 
the inauguration of the reconmtituted board of directors of the Wigerian Exterml 
Telecammunicatiomw, NET. Alhaji Oniyangi said that the project would help in removing 

the present total reliance on the camplex at (Ialaki), thereby diversifying the mation's 
links with the outside world. He noted that the degree of effectiveness of the country's 
internal telecaamunications link depends on the quality of performance of its interml 
ytwork. To this end, the minister gave the assurance that the P & T department was 
leaving no stone unturned to insure that Nigeria enjoyed modern telecommunications service 
before the end of the term of the present administration. Alhaji Oniyangi stated tha! 

the last leg of the program, which is guaranteed reliable trunk lines between the bigger 
cities of the country, was about to start. 








NIGERIA 


BRIEFS 


SATELLITE STATION IN KADUNA--The Nigerian Government has concluded negotia- 
tions for the establishment of a second gateway satellite station complex 
in the country, It will be located in Kaduna. Communications Minister 
Alhaji Akanbi Oniyangi announced this in Lagos today at the inauguration 
of the reconstituted board of directors of the Nigerian External Tele- 
communications, NET. Alhaji Oniyangi said that the project would help 

in removing the present total reliance on the complex at (Lalaki), thereby 
diversifying the nation's links with the outside world. He noted that 

the degree of effectiveness of the country's internal telecommunications 
link depends on the quality of performance of its internal network. To 
this end, the minister gave the assurance that the P & T department was 
leaving no stone unturned to insure that Nigeria enjoyed modern tele- 
communications service before the end of the term of the present 
administration. Alhaji Oniyangi stated that the last leg of the program, 
which is guaranteed reliable trunk links between the bigger cities of 

the country, was about to start. [Text] [AB012059 Lagos International 
Service in English 1630 GMT 1 Aug 80) 


BROADCASTS FROM ABUJA--The Federal Radio Corporation of Nigeria, (FRCN), 
will commence transmission from the proposed new federal capital Abuja, 
in October this year. Announcing this in Abuja, the director general 

of the corporation, Mr George Bako, said that the new station would 
operate in a medium wave band and would cover the entire area of the 
federal capital territory. Mr Bako added that Radio Abuja, as the station 
will be known, would initially be used to help with the resettlement 
scheme being carried out by the federal capital development authority. 
The director general expressed appreciation to the minister for federal 
capital territory for insuring that the joint efforts materialize. He 
further stated that plans to move the headquarters of some services of 
the FRCN to Abuja in 1982 had been completed. After inspecting the site 
for the new broadcasting house, the national and external transmitting 
stations, Mr Bako expressed satisfaction with progress made so far. 
[Text] [ABO62230 Lagos Domestic Service in English 2100 GMT 6 Aug 80) 





NEW RADLO TRANSMITTER=-A 25-million-shilling radio tranamitter under 
construction in Kibirichia location of Meru Diatrict will be in full 
operation before the end of this year, According to the VOK chief 
engineer, Mr Macharia, the tranemitter will facilitate clear trane- 
mission of programs on general and national services of VOK to 
listeners in Meru, Isiolo and Marsabit dietricts, Mr Macharia con- 
gratulated hie staff members for the efforts they were making to 
ensure that the radio station would be completed in time. He was on 
a tour of the construction site, He also visited the Nyambeni hills, 
where a 5=-million-shilling TV booster will soon be constructed, 
[Excerpt] [LD262155 Nairobi Domestic Service in English 1600 GMT 

26 Jul 80 EBA) 
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SOUTH AFRICA 


BRIEFS 


TOUR OF EUROP®’*’ TELECOMMUNICATIONS--Minister of Post and Telecommunications 
Hennie Smit | ,es today for a tour of post and telecommunication admini- 
strations and factories in England, West Germany, Holland and France. He 
will be investigating in particular new digital electronics systems being 
produced overseas, and see the latest developments in this area, since 
South Africa is planning to replace its existing exchange with French and 
West German exchanges. [Text] [Capetown DIE BURGER in Afrikaans 5 Aug 80 
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ZAMB LA 


FRENCH LOAN TO PAY FOR R & D, COMMUNICATIONS EQUIPMENT 


Lusaka ZAMBIA DAILY MAIL in English 12 Aug 80 p 3 
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ZAMBIA 


MINISTER BANDA ON RADIO DECENTRALIZATION PLANS 
LD201608 Lusaka Domestic Service in English 1800 GMT 19 Aug 80 


[Text] Information and Broadcasting Services minister of state, Mr John 
Banda, told parliament today that regional radio stations are to be set up 
when adequate funds and manpower become available. 


Mr Banda said the setting up of regional stations is in conformity with the 
government's policy of decentralization of the broadcasting services. Mr 
Banda also said the decentralization of broadcasting services will include 
the establishment of four radio channels and regional transmitters. 


The minister was answering member of parliament for Kantanshi, Mr MacDonald 
Mtine, who asked him whether the ministry has any funds to increase time 
for news bulletins broadcast in vernacular languages. Mr Banda said the 
ministry has no such plans, because allocations of time for news bulletins 
will be determined by regional radio stations. The four channels will be 
used for commercial broadcasting, music, news and external services, while 
the news channel will be linked to regional stations, Mr Banda said. 


He however warned that successful implementation of these plans will depend 
on adequate financial and manpower resources. Mr Banda said the overall 
Strategy for his ministry under the third national development plan is to 
extend the coverage and content of news, improve radio reception and set 

up an effective external broadcasting service. 
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ZIMBABWE 


INTRODUCTI’ » F COLOR TV NOT PLANNED IN NEAR FUTURE 
Salisbury | . HERALD-BUSINESS HERALD in English 7 Aug 80 p 1 


[Text] A i.ew transmitter capable of carrying colour signals is to be put 
up at Pockets Hill studios of the Zimbabwe Broadcasting Corporation and 
should be in operation in September. 


Similar transmitters are already in operation at Chipinga, Umtali, Gatooma, 
Guineafowl and Bulawayo and the unit at Pockets Hills will complete the 
ZBC's changeover from the low frequency Band 1 to the higher Band 3. 


Band 1, however, is still being used at Guineafowl and Bulawayo, but will 
be phased out. 


The changeover was made necessary by the high susceptibility of the low 
frequency band to interference, particularly when sunspot activity is at 
maximum, as it is at the moment. 


Modification 


But Band 3 broadcasting will not mean the introduction of colour television 
programmes in Zimbabwe, a spokesman for ZBC told BUSINESS HERALD. It is 
merely a technical modification. 


"We are really in a situation where we don't consider it as a priority. 
The development of existing services comes first," said the spokesman. 


Any change from monochrome to colour would require a huge capital invest- 
ment by the ZBC which does not have the funds. Its development plan has 
not begun and when it does the introduction of colour services is not 
scheduled to begin until at least three years after the starting date. 


"The Government has to decide on the priority for colour television," the 
spokesman added. 
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No Buyers for Black and White TV Sets 


Radio and television manufacturers report a consumer resistance to black 
and white television sets by buyers awaiting for the introduction of colour 
television. 


But this does not mean that the early introduction of a colour service. 


Mr Cecil Swartz, managing director of a Salisbury manufacturing firm said: 
"The Government is talking about colour television and people are not buy- 
ing black and white sets because they think colour is just round the corner. 
The latest rumour is colour within the next 18 months." 


No Direction 


Mr Swartz said local manufacturers were capable of making colour television 
sets, but so far have been given no direction from the Government or been 
granted foreign currency to import the components to start building up 
stocks for the initial demand. 


"We will need at least a year to 18 months to build up stocks. I am sure 
the manufacturers would be the first know, if colour is to be introduced, 
because we have to make them," said Mr Swartz. 


Engineers say it takes up to three years to prepare properly for the in- 
troduction of colour transmission. 


Because of confusion, causing resistance among the higher incomes families 
to black and white sets, two manufacturers confirmed they are now gearing 
their works to cater for the lower income group, who will not be able to 
afford colour receivers. 


CSO: 5500 


60 











INTERN), [ONAL AFFAIRS 


NORDIC SATELLITE STATION AT TANUM TO GET NEW ANTENNAS 
Oslo APTENPOSTEN in Norwegian 4 Aug 80 p 9 


[Article by Knut Lévatuhagen, Tanum: “Antenna No 2 Necessary for Heavy 
Traffic at the Nordic Satellite Station") 


[Excerpta] The Nordic Satellite-Earth Station in Tanum on the Swedish 

west coast has, visually apeaking, grown double as large in the almost 10 
years it has been in operation and arranged for telephone conversations and 
television broadcasts between Scandinavia and the big outside world, A 

No 2 antenna has come in place and, like enormous pewter plates, the big 
metal constructions tower over fields and meadows at the edge of the forest 
close to £6. As easily conspicuous as they are from this throughway, they 
also draw tourists, 


But not everything is as it should be at the Tanum station these days. The 
new antenna has, you see, not shown itself from ite best side. 


"We should have begun to send traffic over it already last November, but it 
will still be a couple of months before this can take place,” the second- 
in-command of the station, Norwegian Svein Queseth, tells AFTENPOSTEN,. 

"The problem has been that the antenna does not satisfy the specifications 
stipulated, but after experts have now been working here some time the end 
of this problem phase is being neared, For one thing they have found a 
tiny dent in the antenna dish." 


"It was not a question of more than a miserable five millimeters, but 
enough for both video and audio transmission to be interrupted, Now we 
expect to be able to run test broadcasts on the antenna in a month's time 
and in a couple of months the antenna will take normal traffic." 


The little dent has not been inexpensive for the American firm which 
supplied the antenna. Fines have been imposed for «ach single day the 
entry into service of the project has been delayed. 


Since the satellite-earth station in Tanum in Bohuslin was opened in 1971, 
the increase in traffic has been rapid. More than 60 percent of ali 
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telephone conversations between Scandinavia and North America go over this 
station today, Now it is not possible any longer to manage with only one 
satellite way out there in apace, but it is necessary to aplit the traffic 
in two. Therefore it is necessary to set up one more antenna, 


Today the Tanum station has steady satellite communication with the USA, 
Canada and Algeria. In addition, there ia special equipment which makes it 
possible to link communications to almost 20 countries in Africa, the Mid- 
dle East and South America for more occasional traffic. When the other 
antenna arrives “on the air," steady communications will be established 
with some countries in South America and Africa, together with Israel and 
leeland, 


i. is not only telephone conversations which have been arranged for, For 
one thing, all the betting matches from Great Britain which are broadcast 
by television are sent by satellite to Tanum, from which they are sent 
further to Stockholm, which sees to it that the pictures arrive at NRK 
[Norwegian Broadcasting Corporation] and Norwegian viewers. For the time 
being, American television programs get no further than to the TV screen 
at the Tanum station. This is due to the fact that the Scandinavian 
broadcasting companies have still not regarded it appropriate to procure 
the equipment which will be necessary to transform the American programs 
to the standard which is in force in our parts. The satellite-mediated 
American programs which we see all the same on the television screen arrive 
via the Eurovision center in Brussels. 


When the Tanum station was opened in its time, 24 channels were linked up 
to handle the traffic. Today the figure exceeds 300. The station in its 
original form cost 35 million kroner--today the investment amounts to 
about 80 million kroner. At the time being 18 people work at the site, 
the majority of them Swedes and the rest Norwegians. The station is 
operated by the Swedish Telecommunications Service on behalf of the tele~ 
communications administrations {n all four Scandinavian countries, 


When the new antenna goes into operation, the old one will be shut down 
for several weeks in order to undergo some modernization work, The an- 
tenna must be modified in order to be able to be used with the new communi- 
cations satellites which will be sent up later. 


During the 1980's it will be important to have a No 3 antenna at Tanum in 
order to handle the traffic from Scandinavia to the Far East and vice- 
versa. As a transitional arrangement, the Scandinavian telecommunications 
administrations have entered into an agreement with Dutch colleagues re- 
garding the use of their new earth station for traffic in this direction. 
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INTERNATIONAL AFFAIRS 


BRIEFS 


GREEK-CYPRLOT TELECOMMUNICATIONS LINK=-An agreement was signed today by 
representatives of the telecommunication organizations of Greece and 
Cyprus with a British company, in the presence of Deputy Communications 
Minister Mouteios, for the supply and installation of an underwater 
telecommunications cable between Greece and Cyprus. The underwater 
cable, named "Apollo," will go into operation in September 1981 and 
will serve telephone, telegraph and telex services between Greece and 
Cyprus with 1,380 circuits. Furthermore, Cyprus telecommunications 
will be linked with European countries through Greece. The project 
will cost about 2 billion drachmas. The Greek telecommunicat ions 
organization will assume about half the cost. [Text] [AT281904 

Athens Domestic Service in Greek 1830 GMT 28 Jul 80) 


CSO: 5500 





NORWAY 


BRIEFS 


FIBER OPTIC TV CABLE--Trondheim, 17 Jul--A new method has been developed 


for transmission of cable TV using optical cable, which in practice will 
be both cheaper and easier to install than normal cable. The Electronic 
Laboratory (ELAB) at NTH [Norwegian Technical College] in Trondheim has 
studied the manufacture and utilization of fiber optics. Lars Svaaland, 
research assistant at NTH told ADRESSEAVISEN that both NTH and Norwegian 
industry have the knowledge and the ability to lay a TV cable from 
Stjordal to Trondheim. He said, "Now we only have to use our knowledge.’ 
NTH-ELAB is interested in the idea of laying a TV cable from Stjordal to 
Trondheim. "Not because the people of Trondheim need Swedish TV, but 
because it would be an ideal test project,” said Svaaland. But the 
question of whether the people of Trondheim will receive cable TV or not 
is a political question. Svaaland said, "Fiber optics can be an import- 
ant element for Norwegian industry in competition with other countries. 
It is therefore urgent for us to begin concrete projects to gain experience. 
If we do not enter today's competition we will lose in the competition with 
foreign industry which has specialized in fiber optics. ELAB has worked 
with fiber optics for five years. Norsk Kabelfabrikk AS and Standard 
Telefon og Kabelfabrikk AS are also into fiber optics, and the Telecom- 
munications Administration has already begun a test project with optical 
cables. [Excerpts] [Oslo ARBEIDERBLADET in Norwegian 17 Jul 80 p 21)9287 
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